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The Mint of the United States at Philadelphia, Pa., 
Melter and Refiner’s Department, 
September 25, 1886 














Sir 
Since Mr. J.R. Eckfeldt, our Assayer, reports that Bars, Nos. — 
10589 or 6817 Recd. 24th Inst. of J.B. Colgate & Co. 
10590 6818 
10595 6823 
10600 6828 














contain objectionable quantities of Sulphur, seriously impeding our Refining Operations, I 
respectfully recommend that these, and such like Bars, be rejected as Deposits, & returned to 
Owners or Depositors. 


Very Respectfully, 
Jas. C. Booth 


Hon. D.M. Fox 
Superintendent. 


